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Energy-saving lamps 
used in special 
luminaires applications 
(GX53 based) 


Downlighter ESaver 


Energy-saving lamps for GX53 based , which is designed for incandescent or halogen 
replacement 


Benefits 

e Saving on energy bills 

e Replacements less frequent 

e Lower cost of ownership than incandescent / halogen reflectors 


Features 
e Energy saving and long life time 
e Not suitable for dimming and electronic devices 


Application 


e Primarily indoor, as replacement for incandescent reflectors for GX53 based luminaires 
e Professional applications — shops, restaurants, hotels or Home applications 


Product family leaflet, 2016, October 31 data subject to change 


Downlighter ESaver 


Versions 
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8W GX53 


Dimensional drawing 


D Product D (max) C (max) 


Downlighter 8W WW 220-240V GX53 1PF/6 75.5mm 29.5 mm 


PHILIPS 


© 2016 Philips Lighting Holding B.V. All rights reserved. Philips Lighting reserves the right to make changes in specifications 
and/or to discontinue any product at any timewithout notice or obligation and will not be liable for any consequences resulting www lighting.philips.com 


from the use of this publication. 2016, October 31 - data subject to change 


